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UNCLASSIFIED 

PAGE 01 ZAGREB 00624 110747Z 
ACTION EUR- 12 

INFO OCT-01 EB-08 ISO-OO CCO-OO PASO-OO /021 W 

083385 120137Z/14 

R 101457Z JUL 78 
FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5336 
AMEMBASSY BELGRADE 

UNCLAS ZAGREB 624 

E.O. 11652: N/A 
TAGS: BTIO, YO 

SUBJECT: FOREIGN GOVERNMENT TENDER - SPECIAL HANDLING 

TO: VIRGINIA YORIO FOR J. S. WALKER 
GENERAL ELECTRIC CO. 

570 LEXINGTON AVE. 

NEW YORK, N.Y. 10022 

TELEX: RCA 234 698 

SUMMARY: "MLADEN STOJANOVIC" HOSPITAL, ZAGREB, IS ENGAGED IN 
A MAJOR EXPANSION PROGRAM WHICH WILL NECESSITATE IMPORT OF 
MEDICAL EQUIPMENT INCLUDING INTENSIVE CARE EQUIPMENT, 
ANESTHESIOLOGY, RADIOLOGY, AND CARDIOLOGY EQUIPMENT. END 
SUMMARY. 

1. 479/02/T0012 

2.071078 

3. RACHRISTENSEN 

4. 479 YUGOSLAVIA 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ZAGREB 00624 110747Z 


5. Y - HOSPITAL 


6A. 430)6 59 - 

6B. DR. BOGDAN SRDAR 
DIRECTOR 

"MLADEN STOJANOVIC" HOSPITAL 
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VINOGRADSKA 29 

41000 ZAGREB, YUGOSLAVIA. 

7. - 


9. 101 

10. DESCRIPTION. 

8062XXX-0000 GENERAL MEDICAL AND SURGICAL HOSPITAL INSTRUMENTS AND 
SUPPLIES. EQUIPMENT WHICH WILL BE NEEDED INCLUDES THE FOLLOWING: 

(A) INTENSIVE CARE: RESPIRATORY APPARATUSES, QUICK MOBILE 
LABORATORY FOR CYTOSTATICS. APPARATUS FOR CONTRA-PULSATION; 

(B) ANESTHESIOLOGY: MONITORS FOR SURGERY; (C) RADIOLOGY: GAMA 
CAMERAS. RADIOISOTOPE DIAGNOSTIC APPARATUSES, FLOW METERS FOR 
MEASURING THE FLOW THROUGH VEINS, APPARATUSES FOR MEASURING MIO- 
CARDIC DAMAGES: (D) LABORATORY EQUIPMENT: ENDOCRYNOLOGICAL 
LABORATORY (BETA AND GAMA COUNTERS), AUTO ANALYZERS, CENTRIFUGES, 
SPECTROPHOTOMETERS AND FLOWMETERS; (E) CARDIOLOGY: COMPLETE 
CARDIOLOGY INSTRUMENTS AND DEVICES - FROM THE SIMPLEST TO THE 
MOST SOPHISTICATED, USED IN CARDIC SURGERY; (F) COMPUTERIZATION: 

THE COMPLETE EDP SYSTEM SUITABLE FOR HOSPITAL USE. HOSPITAL 
RENOVATION AND EXPANSIONS ARE SCHEDULED TO BE COMPLETED BY THE 
END OF 1980. TENDERS FOR SOME OF THE EQUIPMENT WILL APPEAR IN 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ZAGREB 00624 110747Z 

THE OFFICIAL GAZETTE AS PROGRAM MOVES FORWARD. HOSPITAL PROCURE- 
MENT OFFICIALS URGE, HOWEVER, THAT U.S. SUPPLIERS CONTACT THEM 
AT EARLY STAGE BEFORE TENDERS ARE PUBLISHED IF THEY ARE INTERESTED 
IN OBTAINING CONTRACT FOR THIS PROJECT. SPECIAL HANDLING 
REQUESTED ACCORDING TO THE CRITERIA B. 

AMERICAN CONSULATE GENERAL 
ZAGREB, YUGOSLAVIA. 

CHRISTENSEN 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ZAGREB00624 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780284-0692 
Format: TEL 
From: ZAGREB 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780777/aaaacmye.tel 

Line Count: 106 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9e5a6078-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2059515 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - SPECIAL HANDLING TO: VIRGINIA YORIO FOR J. S. WALKER GENERAL ELECTRIC CO. 
TAGS: BTIO, YO 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9e5a6078-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



